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SUBJECT: COCOM LIST REVIEW IL 1521 - AMPLIFIERS, 

OSCILLATORS AND RELATED EQUIPMENT 

REFS: A. COCOM DOC REV (74) 1521/1 

B. STATE 74020 

C. COCOM DOC REV (74) 1521/1 (POUCHED) 

SUMMARY: THE COMMITTEE REACHED UNANIMOUS AGREEMENT ON 
THE REVISION OF IL 1521 SUBJECT TO THE ASSUMPTION 
THAT RELATED ITEMS 1529 (ELECTRONIC TEST EQUIPMENT) AND 
1537 (WAVEGUIDES) WILL BE AGREED AND THAT GOVERNMENTS 
WILL CONFIRM APPROVALS TAKEN BY DELEGATIONS AD REF. 
DISCUSSION OF THIS ITEM IS THEREBY CONCLUDED, EXCEPT IN 
THE HIGHLY UNLIKELY CIRCUMSTANCE THAT THE 1584 (OSCILLO- 
SCOPE) DISCUSSIONS SHOULD RESULT IN THE RELEASE OF REAL- 
TIME OSCILLOSCOPES WITH BANDWIDTHS GREATER THAN 150 
MHZ. END SUMMARY. 

1. DISCUSSION ON APRIL 3 BEGAN WITH UNANIMOUS ACCEPTANCE 
OF THE UK PROPOSED HEADING ON THE ASSUMPTION THAT RELATED 
REVISIONS TO IL 1529 AND 1537 WOULD EVENTUALLY BE AGREED. 

US AGREEMENT TO THE RAISING OF THE FREQUENCY PARAMETER IN 
(A) TO 1 GHZ CLOSED THAT SUBITEM. SUBITEM (B) WAS CON- 
CLUDED WHEN THE US AND CANADA ACCEPTED THE UK PROPOSAL TO 
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RAISE THE BANDWIDTH FOR TUNED AMPLIFIERS TO 50 MHZ. 
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2. US INTRODUCED THE TWO-TIER CONCEPT AS INSTRUCTED 
REF B AFTER ALL DELS HAD ACCEPTED THE UK PROPOSAL (REF 

C) AND FRENCH EXPERT GAMET HAD SUGGESTED THE NEED FOR A 
POWER CUTOFF TO PRESERVE THE SHAPE OF A PLOTTED CURVE 
WHICH THE UK HAD DISTRIBUTED TO ILLUSTRATE THE EFFECTS 
OF ITS PROPOSALS. AFTER VERY COMPLEX TECHNICAL 
EXCHANGE ALL DELS ACCEPTED THE US COUNTERPROPOSAL AD REF. 
CANADA STATED THAT ITS AGREEMENT IS CONDITIONED ON THE 
UNDERSTANDING THAT THE UNNAMED FIGURE IN 1584 WILL NOT 
EXCEED 150 MHZ AND FRANCE ASSIGNED THE SAME CONDITION 
WITH A MAXIMUM FIGURE OF 156 MHZ. 

3. THE US PROPOSAL TO DELETE (D) AND, AS A CONSEQUENCE, 

THE SOU AS WELL WAS ACCEPTED BY ALL DELS, WITH CANADA 
AD REF. NOTE 2, WHICH WAS THE SUBJECT OF A UK PROPO- 
SAL, ALSO CEASES TO HAVE VALIDITY WITH THE DELETION OF 
CD) AND FALLS. 
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